From: aarafat@arlok.com 

Sent: Thursday, September 06, 2012 4:56 PM 

To: arobinson@neccrx.com; bcadden@neccrx.com 

CC: bwronowski@arlok.com 

Subject: Update on Samples 

Annette, 

The sample that did not pass endotoxin testing was sodium bicarbonate ARL # 186077, lot 08282012@110. The 
sterility was fine, however the endotoxin limit for sodium bicarbonate is 5 EU/mEq and this sample came out at 11.6 
EU/mEq. 

The polymixin/bacitracin ^Winchester* that was found positive at 7 days is ARL #185744, lot 08272012@87. We are 
currently investigating this OOS. 

If you have any further questions or concerns please don't hesitate to let us know. Have a great day! 

Microbiologist 
Analytical Research Labs 
840 Research Parkway Ste 546 
Oklahoma City, OK 73104 

405-271-1144 
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